Why is the Cissoid Not the Answer? 
Tuesday, June 27, 2023 


“Given two straight lines, to find two mean proportionals in continuous 
proportion.” 

A unit is which every other magnitude is measured by, i.e., ground zero for 
one’s naming convention. Thus, when given two straight lines, the unit is the 
least of the two. Then one does not need anything else but their straightedge and 
compass to answer the question. 
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A= 1.00000 B?- C= 0.00000 
B = 1.28808 Bê- D = 0.00000 
C = 1.65915 

D = 2.13712 B - b = 0.00000 
C - c = 0.00000 
D - d = 0.00000 


a0 = 0.41176 in. 
bO = 0.53038 in. 
cO = 0.68318 in. 
dO = 0.87998 in. 


a = 1.00000 
b = 1.28808 
c = 1.65915 
d = 2.13712 


The Inductive unit OA and the Deductive unit, oa. 


So, do you get it now? Anyone should be able to duplicate the Altar of Apollo, 
all one has to do is know the difference between One and one. Shades of Plato’s 
Parmenides! The difference between One and One, the only difference, is when 
one uses it for induction, or deduction, Arithmetic Progression, or Geometric 
Progression. Imagine that! In Arithmetic, the Least Number is One. In Geometric, 
the Greatest Number is One. Noun and Verb are reciprocals, so is Arithmetic 
Induction and Geometric Deduction. 


